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Carolfbadt water* as ftiperior to lime- water, ift di& 
folving ftones out of the body* if confirmed by cor* 
refpondent events in the internal ufe> would be a dis- 
covery of the greateft moment, and highly deferves 
to be profecuted. 

I fhall ottly obferve here> that the principal mine- 
rals impregnating it are a native alcaline fait, and a 
calcarkms earth ; and that the Aix la Chapette waters 
are not without ftich a fait and earth alfo, and > which 
is of ittore moment* they are reported, by long tak- 
ing, to render the urine alcaline, even as dti the Ca- 
rolfbadt waters $ and we are alfo told, that calculi, 
macerated twenty-four hours in the water of Aix la 
Chapelle, have been reduced to a fmd, or foft con- 
fiftence : but how far this laftv the Sellers, the Bourne 
waters, or our Tilbury water, or others alike impreg~ 
nated, may participate of a like virtue, mufi be de- 
termined by further obfervation and experience. 

Dublin, the 24th 3d mo. 1759. 

XXIX. An Account of the Effe&s of a 
Storm of Thunder and Lightning at Rick- 
manfworth, in Hertfordshire, on the 1 6th 
of July, 1759 : In a Letter from Mrs* 
Anne Whitfeld. Communicated by Mr. 
John Van Rixtel, F. R. S. 

SIR, Rickmerfworth, 0&, 22, 1759. 

Read Nov. i 5 ,tl yry fon not being at home, I have 

'759- J^VX taken upon me to comply with 

yourrequeft, in giving you an account of the damages 

we 
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we fuftained by the thunder and lightning on the 
1 6th of July laft. It was about a quarter after eight 
in the morning, when I had but juft got out of the 
window where I had been fitting, and which is in 
the weft fide of the houfe, and was not got half way 
crofs the parlour, before aviolent ftorm of thunder and 
lightning burfirin at one of the fafties, and broke five 
large panes, and tore, down the fhutter, and fhivered 
the window-feat, that the fplinters pafled by me to 
the farther end of the room j and one fide of me was 
covered with the glafs : one pane alfo was broke to 
pieces where I had been fitting, I had the mortifica- 
tion to ftand fo near the window, as to fee all the tiles 
and a chimney fhoot off from the houfe, as if fhot out 
of a fkuttle : the noife was fo great, that at firft I 
apprehended the drum of my ears broke, and it was 
fome time before I was able hear at all, and fome 
hours before I perfectly recovered my hearing. The 
fulphureous fmell was fo great, I cannot deferibe it, 
and the heat I felt on my theek and head not to be 
conceived, without the fame being felt. When it 
had ceafed, I was going out at the door, and was met 
by my daughter, with her comb-tray under her arm, 
and fplit $ who in a mournful tone faid, Mamma, I 
am almoft killed. On her telling me it had broke 
into her room, I immediately went up ; I two or 
three times attempted going into her chamber before 
I could venture, and then not without covering my 
face with a thin apron I had on $ the fulphur-fmoke 
and duft being fo great, that I was almoft fuffocated, 
befides it being fo darkened by it that I could not fee 
the window, which I felt out, and fet open. When 
the duft and fmoke had a little fubfided, how deplo- 

O o a rable 
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rable was the light to me, and feveral of our neigh- 
bours ! who by that time were come in. To give you 
fome faint idea of it, tho' beyond my defcription, it 
had burft into one iide of the room, where there had 
formerly been a window, now blocked up, but the 
iron-bars left Handing, which were all forced down, 
and a very large hole made through the bricks, and the 
timber fplit, a fplinter being carried crofs the room, 
and ftuck into the lead of a fmall window, that gave 
light to a paffage; the bed driven at leaft two foot 
from its olace ; the rail the vallance were nailed to 

J. * 

fplit in funder $ all the vallance were unnailed, and 
the rings torn off from the curtains, and fome of the 
tefter torn ; the locks of a bureau and corner-cup- 
board forced open, with the bolts ftanding upright* 
fome pictures were broken, and a little India cabinet 
broken to pieces, and almoft every thing that was in 
the drawers of it : there was a fmall ftand,with a wafh- 
hands bafin on it, and a decanter of water clofe to it$ 
the balin was broken to pieces, and the decanter not 
hurt : the window was (battered to pieces, and the 
hangings of one fide the room torn. My daughter was 
in the room at this time, and not hurt, any more 
than forced againft the bed-poft, fuffocated with ful- 
phur, and almoft deaf as I was : it was thought her 
comb-tray preferved her arnv by keeping it hollow 
from her waift, as that was fplit, as if knocked in on 
one fide with a hammer ; and the door, very fortu- 
nately being open, gave fome aii\which otherwife could 
not be had, as there was no chimney in her room,, 
and, as fhe faid, affifted her in making her efcape 
the fooner ; for fhe only felt out the door y fo that, had 
it been fattened* as it was two or three minutes before 
3 this 
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this happened, (he would have been fuffocated be- 
fore fhe could have got out : a memorable providence 
of the Almighty ! which (lie and I ought always to 
be thankful for, I then went into the next chamber 
on one fide of hers, where the chimney had fallen 
from, that lay open to the air : a large ftone round 
the chimney, inftead of marble, hung dropping, 
which was forced to be taken down by two or three 
men, to prevent its breaking the marble hearth : 
the chimney-board and a brafs hearth broken to 
pieces, as was the wainfcot over the chimney : fix 
panes of the fafh- window were broken. I then re- 
turned from viewing the mifchief done up -flairs, and 
went into the garden $ the door into it had a large 
piece of ftrong, found oak fplit off, and carried away: 
a ftone fixed into the gravel, to receive the water 
from the fpouts, was thrown upon its edge, and 
fmoaked like a boiling pot, occafioned, I fup- 
pofe, from being wet with the rain, that had fallen a 
little before the thunder-clap, that did this damage: 
about ten yards from this ftone, the gravel was torn 
up as if with a plough-fhare. A little garden, that 
had two gates oppofite each other; the one> in the 
fame weft front as the houfe, was fplit to pieces j and 
the leaden fpout, that went down the fide of the gate, 
was beat fiat, and the ground round-it thrown up : the 
other gate had its eell torn quite up : the lead over the 
door and windows of that fide of the houie rolled up 
like a fheet; and, what is more amazing, the cham- 
ber, over the parlour that wasfo much damaged, not 
hurt ; yet the two beyond it received fo much damage 
as I have before related ; and none of the rooms under 
the aforefaid chambers were in the leaft hurt, Thefe, 

Sir* 
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Sir, are the particulars of that day's misfortunes ; but 
there were fome more trifling damages, too much for 
this prefent time to admit me to recount: and this 
account you may depend on as authentic, as more 
than an hundred people can teftify, that flocked in 
on that, and for feveral days after, to view. If this 
is any-wife fatisfa&ory to you, it will give great plea- 
fure to, 

S I R, 

Your humble fervant, 

Anne Whitfeld. 



XXX. An Account of fome extraordinary 
EffeEis of Lightnings in a Letter to Dr* 
Gowin Knight ; By Mr. William Moun- 
tain^ F. R. S. 

Dear Sir, 
K«adNov. 22,rTr^HE following account of the effects 

1 7S9 ' JL °f lightning, in my neighbourhood, 
I have drawn up for your perufal $ and, if it meets 
with your approbation, be pleafed to communicate 
the fame to the Royal Society, or difpofe of it in any 
other manner, as you ihall think proper. 

During the morning of July the 16th laft, was 
much thunder and lightning : about eight o'clock 
was heard an extraordinary loud crack, which feemed 
to me very near, as the large flafh and found were 
almoft coincident. In a few minutes, there was an 

alarm, 



